To:  Quinones,  Edwin[quinones. edwin@epa.gov] 

From:  Seager,  Cheryl 

Sent:  Mon  8/1 0/2015  6:37:49  PM 

Subject:  Re:  Gold  King  Mine  Spill 

Haha ! ! I share  your  pain! ! 

Sent  from  my  iPhone 

On  Aug  10,  2015,  at  12:22  PM,  Quinones,  Edwin  <quinones.edwin@epa.gov>  wrote: 


Stupid  spell  check.  Was  supposed  to  say,  "Fyi",  not  "dying!"  Sorry  about  that. 

Sent  from  my  iPhone 

On  Aug  10,  2015,  at  9:26  AM,  Quinones,  Edwin  <quinones.edwin@epa.gov>  wrote: 
Dying 

Sent  from  my  iPhone 
Begin  forwarded  message: 


From:  "Salinas,  Amy"  <salinas.amv@epa.gov> 

Date:  August  10,  2015  at  8:51:23  AM  MDT 

To:  "Martin,  John"  <martin.iohn@epa.gov>.  "Webster,  Susan" 

<webster.susan@epa.gov> 

Cc:  "Peycke,  Mark"  <Pevcke.Mark@epa.gov>.  "Quinones,  Edwin" 

<quinones.edwin@epa.gov> 

Subject:  Gold  King  Mine  Spill 


Mark  has  asked  me  to  sit  in  for  this  Site  while  Ed  is  out  on  annual  leave  this 
week.  Please  let  me  know  about  any  meetings  or  calls  that  you  need  me.  I saw  a 
call  mentioned  today,  but  I haven’t  seen  the  time. 


Thanks, 

Amy 
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